DART AEROSPACE 
LTD 
Work Order: 


Rev: NC1 


INSPECTION 
SHEET 


Part Number: 
606.7815 


Pa e 1 of 1 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Inspection 
Comments 
Dimension 
Dimension 


00.370 
+/-0.005 


RO.130 
+/-0.005 


0.047 
+/-0.005 


00.075 
+0,004/-0.001 


0.080 
+/-0.005 


RO.10 
+/-0.010 


0.46 
+/-0.010 


0.130 
+/-0.010 


1.000 
+/-0.005 


0.800 
+/-0.005 


0,050 
+/-0.005 


Measured by: 


Date: 


Engineering Approval: 
(If necessar 
) 


Checked by: 


Date: 


QC Inspector: 


Date: 


Date: 
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